MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  18  Township:  10  North  Range:  2  West  Corner  ID:  BeBl  C-l  1 

Monument  Description  &  Remarks:  3"x3"  Broken  Steel  Angle  Iron  Post,  set  in  a  large  concrete 
base,  at  fence  crossing.  Survey  Sign  3ft  above  ground  at  pt.  F 

References  On  File:  Douglas  R.  Curry  survey,  Orpha  Marker  (1993),  on  file  in  the  Surveyor  Office 
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A  -  3"  x  3"  Angle  Iron  Post  i 

B  -N  86°  W  12.37’  to  MAG  nail  1 

in  20"  Shagbark  Hickory  1 

C  -  N  58°  E  29.23'  to  MAG  nail  \ 

in  16"  Tulip  Poplar  ( 

D  -  S  07°  E  26.90'  to  MAG  nail 
in  32"  White  Oak 

E  -  East  to  Limestone  post,  length  1  .Oft, 
width  0.7ft,  height  5.5ft. 


Not  To  Scale 

Compass  Bearing  Magnetic  North 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  this  document  was  prepared  under  my 

direction  in  accordance  with  the  provisions  of  sj^ctiprf  36-2-N.-l%,of  the  Indiana  Code;  and  the  above  data 
is  given/under  my  han^tid  seaMhis  15th  day»f  August,  2005x  \ 
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